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FE Ownments JsuCL. J 

Item 207 - Th© FE Division cngj^ested that liTFIflAR consider the 
possibility of bringing labor leaders, women, professional people, 
and people other than students over to this country* 

Asian Operations - FE stated that budget approval represented 
program approval but not specific project approval* FE thinks 
projects should be coordinated — particularly in the field — as 
ii^lemented. It was stated that there would be close coordination 
between the witting DTPILLAF reprer; entative and the station chief, 
in accordance with the agreed xipon/ Terms of Reference* 

FF also raised the question of whether there was to be a 
covert conneotitm between the overt DTPILIAR representative in 
the field and the local oomndtiees, Hr. Siegbert said this would 
be ct^ldered on an ad hoe baeii, dw^ inai ix <iidt no^ seeriKto ba 
feaslple to make sue!!" relatlonsniy ooferi ln.mp9i eaoes* 

Korean Operatlcsui - The TE ^vlsiOA' su^j^s^ more attenticoi 
be directed at Korea, 

Transfer of Projects - It was agreed that certain going projects 
idilch are pres ently operated the FE Division would be considered 
for transfer to DTPIUAR* Those projects on tdtloh it is imitually 
agreed should be transferred will be turaed over to DTPILLAR with 
the balance of funds allotted for such projects for the fiscal year* 
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It waa agreed that RTFILLAR would consider prorosals by the FE 
Division for new projects provided contingency ftmds provided for 
in the budget were available but that these would have to be 
considered on an individual basis at the tlm. 

FE coiwaents on specific items under Asian Operations, page 6 - 
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FE thinks these are high* 

FE thinks this should be raised. 

OK 

OK 

This is outside FE’s juriadiction. 

OK 

OK 

FE asked ^diy Chinese scholars are not substituted 
for Jeeulte. 

OK 

OK 

FE thinks this is excellent and asked Aether it 
could be expanded. 

OK 

FE thinks this idea is good but recommended against 
teaching U.S. language and history and asked 
Aether other subjects such as jiudsprudenoe should 
not be introduced. Also FE suggested using Asians 
to fill the chairs. 

OK 

OK 

FE >}ished to strrjss the need for coordination in 
this field and suggested that PTPILLAR concentrate 
Indotiiinese rather than Chinese. 

FE points out that magasines have limited appeal 
in Asia and warns that we proceed with cauldron. 
Excellent 

FE thinks this is excellent but suggests Indonesia 
be included. Also FE feels that newspapere should 
be supported but not owned and operated by DTPILLAR. 
OK 

FE feels very strongly that the books di ould be 
writtwi, draim, and printed by Asians and puWJ.shed 
cm paper bought arid manufactured in ihe native 
co\mtzd.eo«, 

FE suggeste’^ that an ad'iitional reporter or editorial 
speci^ist be o^nsidered for Malaya. 

OK 

OK 
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The FF Division wished to emphasize the irnfiiortance of getting 
the publication effort into the rural areas as well ae the urban 
ones* It was pointed out that buying newsprint can be a very good 
opening wedge for OTPIILAR in many areas* 

Radio Free Asia budget - G JDstated that Informaticm 
with respect to targets, type of progrwn, etc. could not be givtm 
the FE Division until a policy decision is made with respect to 
international broadcasting* He siiggested t^t we defer any comment 
by FE until that decision is made, to Tdiidi ^ agreed* 

HE CiManents by 

HE had no ccamnent other than noting that the operating plans 
dovetail into their operations nicely* NE reqpiests full head- 
quarters coordination on efforts in that area* 



BD/BF Ccaaments by if , JJ 

G J pointed out that only about Included 

in the CIA estimated FI 19^3 budget for DTDILLAR, and that If the 
PRC approves anything over that amount it will have to state on/i^e 
action record where the money is coming from. It was agreed th is Ui 
an internal CIA problem. 



PI CoBgaents by 









3 stated that the facilities as^d programs reflected 
will be helpful apl in them conflicts with the OPC psycho- 

logical warfare plan or any other CIA program in that area* 



FI asked about the possibility of duplication of KiiA and Point 
Four activity, particularly in the field of radio receiver distribu- 
tion, and %*, ^iegb«rt asciupn^ him efforts were being made to prevent 
this* Hieire is good liaison with these activities to adniraize 

It was pointed out that there are maiQr new developnwnts in the 
matter of radio receiving sets and DTPILLAR was advised to go sloidy 
to be certain that their plans take into consideration such develop- 
ments* 



It was also pointed out that there is a black radio being 
planned for Formosa but it was agraed that this I’m not coinpete with 
OTPIUJiR. 



CM CoMnents by 
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C J asked why vas eo ntudi money spent on executiv® 

and supervisory perscKinel, C that it was ADPC's 

idea to as mai^ people out of headquarters as t ossible and into 

the field. It was pointed out that only tlWNi persons, including a 
secretary, are assigned to this project in IO/PC| and it seemed to 
make sense to have the operations directed from San Francisco, with 
only general policy, program control in Washington, 



<1 . 3 still felt that in relation to other projects 

HT’ ILIAR is top-heavy, F*r, -iiegbei*t took excer tion to this and did 
not want it in the record. 
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said we know frcm experience that the cost ot 
seating up a bookstore is high, •^pointed out that operating 

one is very costly bccaiise we must undercut the oomtimnist below-cost 

sales. 
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r Questioned whether international broadcasting plans 

ware properly related to the typo of receiver sets available, B» 
recogniaed that the question of capital expenditures on radio is 
still in a state of flux.Cl. ^ assured ifL _3 would 

be consulted before ary technical program is approved for inter- 
natloiial broad csis ting. 
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oomnients. 



_~~/^onoluded the meeting by saying that on the basis of the 
agreements reached at thla meeting ho hoped to obtain a sign-off on 
the program and budget from the divisions represented. 



